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Red Tag/Quarantine Stock 


Advise customers 
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Distribution: 
General Manager 
Chief Engineer 


Production Manager 
Engineering Project Managers 


Director Quality Assurance 
Engineering Clerk 


Design Manager 
Marketing 


Part Number 
Drawing/Document 
Instructions 


"Y" or "N" Required 


Under Review Notification 


D119-796-251 
Use preliminary DWG 


Crosstube Inst 


Product #: D119-796 


D119-796-251 Rev. B 


Raised By: 


Product Name: 


D119-796-241 Rev. C 
Use preliminary DWG 


D119-796-251/-151 have new steps called out. Use prelimiary drawings @ PC6 


D119-796-141 Part includes new step design and changes in the finishing steps. D119-796-141BND/TRN are unchanged. Use DWG at PD1 
D119-796-241 Part includes new step design and changes in the finishing steps. D119-796-241BND/TRN are unchanged. Use DWG at PD1 


D119-796-141 
D119-796-141 Rev. C 
D119-796-241 


D119-796-151 Rev. B 


Use preliminary DWG 


Alex Pharand 


Description of issue: 


D119-796-151 
Use preliminary DWG 
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